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in shadow. The modern architect, on the other hand, takes
the bathroom problem as seriously as any other. In fact, he
examines all the functions of each room, however humble,
in logical sequence, placing all his elements so that they
perform their service properly. Having located them cor-
rectly, he proceeds to the niceties of adjustment, the give-
and-take which in architectural parlance is part of ' study.'
Finally, each element is practically and harmoniously
disposed. The result is order, clarity, convenience, aesthetic
satisfaction, and the possibility of applying to each room
almost any type of decoration with the absolute certainty
that, however bungled the detail, the essential Tightness in
the composition will save it from disaster.

Another example of modern efficiency in the minor details
of planning occurs in the present-day satisfactory treatment
of kitchen and service quarters generally. Kitchen equip-
ment is nowadays splendidly designed for practical service,
and the architect of the modern school disposes it with the
same care and delight in smooth arrangement as he uses in
planning a large group of buildings. The sequence of
kitchen processes, food arrival, preparation, cooking, dish-
ing-up, service, washing, disposal of utensils, is the subject
of analysis in order to arrange for the proper placing of the
elements. And these elements are themselves unified in an
ensemble of smooth lines, incorporated in the structure where
possible, and arranged so economically and thoughtfully
that even in cramped dimensions there is a reserve of free
space for the emergencies of service (Fig. 21).

The creation of a sense of ample space, over and above
the minimum demanded by physical requirements, is an
achievement brought about through the modern outlook on
design. In the same way as in the modern kitchen and